Sounding Organs With The Schumann Resonance 
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This is a practice of sounding organs with 7.831 Hz 
Square Wave and pulsing the said organs ... 
Audacity/Adobe Auditions > new tone > 7.831 > Square 
Wave > 1.0 amplitude , then to + 50 Amplify ... 

What is used is a 2.5” or 3” mini speaker connected to 
speaker wire, a monaural plug adapted to a 3.5 mm 
plug playing the 7.831 Schumann Resonance Track ... 
This therapy is considered COINTELPRO quackery, just 
like 528 with 5808 Sine Wave or Pulsed EMF or Ozonated 

Water or Distilled Water H20 ... 

The Western Medicine and Big Pharma Establishment is 
purely Zionist backed and owned for the Globalists ... 
speaker-test -t sine -f 528 -1 1000000 ; 

That is the Linux Command to output 528 Hz ... 
speaker-test -t sine -f 7.8 -1 1000000 ; 

This other command would counter psychotronics ... 
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The Lilly Wave patented by John C. Lilly who was 
colleagues with Patrick Flanagan inventor of the 
Neurophone, which the patent was seized and made of 
low-quality non-ANSI parts later became part of a major 
conspiracy with the Department of Homeland Security, 
since it allowed the deaf to hear better than a cochlear 
implant would, it is only in use by the federal government. 
It is known as the Frye Effect or Microwave Hearing 
Effect. The Lilly wave is emitted by those Black Boxes 
installed in our power grid by Homeland Security ... 





